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25X1A9a 


MEASUREME IT OF MATERTAL DESTROYED FROM FILES 


iOffice of the Director, OCD and OCR 


Miscellaneous Record Center Boxes 


Industrial RegistepX1A9a 


(had been with x) 


Graphics Register 
(originally charged out to 


a ) 


Biographic Register 

Special Register 

Document Division and DFD 

Office of the Director, OCR & CRS 
(primarily codeword) 


Film Branch, former Graphics Register 


Total: 


Approved For Release 2000/09/03 : CIA-RDP84-0095 


DL5 


92 
167 


2 


Wha 


60 


LT 


39 


1133 


inches (45 Record Center boxes 
reduced to 18 boxes plus 
one createa for code- 
word and non-codeword 
under Special Register) 


inches 


(Purge figure given to 
CRS/ISG's office, since 
material was in C/ISG safe) 


(Purge figure given to 
cRS/ISG's office, since 
material was in C/ISG safe) 


(Purge figure given to ADD, 
since material was in C/ 
ADD safe) 


(Purge gigure given to 
ADD, since material was 
in C/ADD safe) 


(Purge figure given to 
Pictorial Services Branch) 


inches (without 
Film Branch figure) 


25X1A9a 


